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THE BUILDING: 


The Music Hall facility was originally the Trinity Lutheran Church. Site and facilities 
were purchased by the College after merger of the Zion and Trinity Lutheran 
congregations. The old parish house attached to the Church was razed by the College for 
parking, as was an apartment house on a lot adjacent to the church property. The 
parsonage building currently houses the College-operated ‘Josie Peper Child Care 
Center.”’ 

The remodeled facility has 11,756 square feet of floor space and is designed to provide 
75 students instructional stations in the classroom and lab areas on the basement floor. 
The main auditorium has an audience seating capacity of 292 plus an ample stage area. 
Highlighting the main auditorium is an outstanding 23-rank pipe organ. 


THE PROGRAM: 


This Music Hall building fills a long-standing need for facilities adequate for a quality 
music program. Acoustical treatment throughout permits the main auditorium to 
project the best sound qualities during a public performance while inhibiting sound 
transfer between floors or rooms, and while providing sound isolated areas where an 
individual may practice free from outside distractions. 

A complete two-year college transfer music program will be conducted in the facility, 
which will allow an individual to satisfactorily transfer into a music major program at 
the university level. A broad spectrum of courses and events will be based in this new 
building, including community orchestras and choruses. Provisions for individual 
tutoring on a specific instrument is available, as is instruction in music theory and 
history. Unique to this community, the building is expected to be in demand as a facility 
for other community events and for use by other non-profit organizations. 


REVENUE: 


The cost of this project was paid for from funds received from the State of Oregon. The 
state funds used were monies received by the College as the state’s share of earlier 
campus construction and remodeling. By state statute, these funds could not be used to 
offset local operational costs, but were dedicated to new construction or retirement of 
bonds. No local property tax dollars were used by the College for this project. 


COST DATA: 
ACQuISI£ION COST. Siieca< wcetete. er, eal) yo oees eRe a a elem hu, hee, $125,000 
Design, Remodeling and. Finishing Costs. tay..utase cach Accs.» cons Baa tees $401,000 
TOTALCOST $526,000 
ARCHITECTS: BOARD OF DIRECTORS: 


Brown, Brown and Grider, AIA Robert F. Morley, Chairman 


Dr. John A. Banholzer, Vice Chairman 


GENERAL CONTRACTOR: Eugene Roehm 
Albert J. Mittet Robert A. Bradley 
David E. Pratt 
ACOUSTICAL CONSULTANT: Harry R. Swanson, Jr. 


Robin M. Towne and Associates, Inc. Christine Stricklin 


HISTORY: 


Trinity Lutheran Church was formed by merger of the First Swedish Lutheran Church 
and the Lutheran Memorial Church of Astoria in August of 1929. This property was 
purchased by the Trinity Lutheran congregation for $4,800 in January of 1930, and 
ground was broken for the new church in July of 1932; architectural services by John E. 
Wicks. The first service was held in the new church on Christmas Day, 1938. 

In June, 1949, a new parsonage was acquired adjacent to the church. In September of 
1974, congregations from Zion Lutheran and Trinity Lutheran churches voted to merge 
and formed the new Peace Lutheran Church of Astoria. The Trinity Lutheran Church 
became excess to their needs and the property was sold to Clatsop Community College 
in July of 1975 for conversion into a College Music Center. 


